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APPENDIX 


REFERENCES 
1. Publication Indexes 


Military Publications: 
Index of Administrative Publications _ 
Index of Blank Forms... 
Index of Graphic Training Aids and Devices. ----DA Pam 310-5 
Index of Ordnance Corps Supply Manuals --DA Pam 310-29 


Index of Tables of Organizations and Equipment, Tables of Organizations, DA Pam 310-7 
Type Tables of Distribution, and Tables of Allowances 


Index of Technical Manuals, Technical Bulletins, Supply Bulletins, DA Pam 310-4 
Lubrication Orders, and Modification Work Orders 


Index of Training Publications 


DA Pam 310-1 
DA Pam 810-2 


DA Pam 310-8 


2. Supply Manuals 


The following supply manuals of the Department of the Army Supply Manuals Pertain to this 
materiel; 


a. Destruction to Prevent Enemy Use: 
Explosives, Bulk Propellants, and Explosive Devices_ 
b. General. 
SA SESS RO. Of 
¢. Operational and Organizational Maintenance, 


Stock List of Components of Sets, Kits, and Outfits Shop Sets, Special, Field Maintenance, Nike/ 
Ajax/Hercules Guided Missile Materiel: 


Set A4935-606-5231 

Set B 4935-605-7757 
Set C 4935-606-5232 
Set D 4935-605-7756 
Set E 4935-606-5233 
Set F 4935-605-7755 


(NIKE-AJAX/HERCULES Antiaircraft Guided Missile System)__________ SM 9-4-4935-J29-4 
@. Repair and Rebuild. 
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Field and Depot Maintenance: Launcher Control Group, ™ 9-1440-250-35P/1 
Control Indicator Simulator Group, Guided Missile Launcher-Loader 


HERCULES Antiaircraft Guided Missile System) 


Field and Depot Maintenance: Repair Parts and Special Tools List: T™ 9-1450-250-35/, 1 
For Ground Handling Equipment Rail, Launching-Handling, Guided 
Missile, XM36E-1 (NIKE-HERCULES Antiaircraft Guided 
Missile System) 


3. Forms 
The following pertain to this materiel: 
DA Form 5-31, Shop Job Order Register 
DA Form 9-1, Materiel Inspection Tag 
DA Form 9-12, Inspection of Ordnance Equipment 
DA Form 9-79, Parts Requisition 
DA Form 9-80, Job Order File 
DA Form 9-81, Exchange Part or Unit Identification Tag 
DA Form 9-110 Guided Missile Component Evaluation Data Report 
DA Form 11-3, Shop Tag 
DA Form 421, Stock Record Card 
DA Form 461-5, Limited Technical Inspection 
DA Form 468, Unsatisfactory Equipment Report 
DA Form 829, Rejection Memorandum 
DA Form 1546, Request for Issue or Turn-In 


DA Form 2028, Recommended Changes to DA Technical Manual 
Parts Lists or Supply Manual 7, 8, or 9 (cut sheet) 


DD Form 6, Report of Damaged or Improper Shipment 

DD Form 250, Materiel Inspection and Receiving Report 

DD Form 787, Electronic Failure Report 

DD Form 787-1, Electronic Failure Report-Signal Equipment 


4. Other Publications 


The following explanatory publications contain information pertinent to’ this materiel and 
associated equipment: 


a. General. 
Accident Reporting and Records 
Army Safety Policy a 
Authorized abbreviations and Brevity Codes 
Dictionary of United States Army Terms 
Electronic Failure Report 


-AR 700-39 
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Guided Missile Component Evaluation Data Report 
Military Symbols___ 
Military Training _ 
Ordnance Direct Support Service 
Ordnance General and Depot Support Service. 
Ordnance Maintenance and General Supply in the Field. 
Ordnance Major Item and Major Combinations and Pertinent Publications__. 
Safety: Accident Reporting and Records. 
Techniques of Military Instruction. 


----SB 9-1 
--AR 385-40 


-FM 21-6 

Unsatisfactory Equipment Report __ AR 700-38 
b. Technical Bulletins. 

Electrical Tests and Minor Maintenance of Alternating Current and TB ORD 669 
Universal Motors 

Ghided Missiles : Ordnance Spot Check and Command TB 9-212/1 
Maintenance Inspection 

Missile Booster Hoisting Unit — 9030280 Increase in Lifting TB 9-1450-250-12/1 
Capacity Rating 
¢. Technical Manuals. 

Instruction Guide: Ordnance Preservation, Packaging, TM 9-1005 
Storage and Shipping 

abtiertion) 82s 

Ordnance Maintenance: Materials used for Cleaning, Preserving, TM 9-1007 


Abrading, and Cementing Ordnance Materiel and Related Materials 
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